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GOVERNMENT OF ANDHRA PRADESH 
ABSTRACT 
artment — Sri B. Balu Naik, Chief 


Establishment — Panchayat Raj Engineering Dep Chit 
Engineer, PR - Placed in Full Additional Charge to the post of Engineer-in-Chiel, 
PR - Orders - Issued. 
PANCHAYAT RAJ AND RURAL DEVELOPMENT(E.I) DEPARTMENT 
Dt.01.12.2022 
Read the following: 


G.O.Rt.No.942 


1.G.0.Rt.No.447, PR&RD(E.I) Dept., dt.31.05.2022. 
2.G.O.Rt.No.938, PR&RD(E.I) Dept., dt.29.11.2022. 


kek 


G.2968 


No¥Yr DER: AMARAVATI, THURSDAY, DECEMBER 1, 2022 


In modification of the orders issued--it the 6.0. 274 read above, Government 
hereby placed Sri B. Balu Naik, Chief Engineer, V&QC, O/o.ENC, PR in Full 
anchayat Raj duly relieving 


Additional Charge to the post of Engineer-in-Chief, P 
Sri C.V.Subba Reddy, Chief Engineer, PR, from FAC with immediate effect. 


The Engineer-in-Chief, Panchayat Raj, A.P., Vijayawada shall take necessary 


ల 
action, accordingly. 
(BY ORDER AND IN THE NAME OF THE GOVERNOR OF ANDHRA PRADESH) 


GOPAL KRISHNA DWIVEDI 
PRINCIPAL SECRETARY TO GOVERNMENT 


To 
The Engineer-in-Chief, Panchayat Raj, A.P., Vijayawada. 


The officers concerned through the Engineer-in-Chief, Panchayat Raj, A.P., 


Vijayawada. 


Copy to 
The Pay and Accounts Officer, A.P., Vijayawada. 


The Accountant General, A.P., Vijayawada. 
The OSD to Secy. to CM 
The OSD to Dy.CM(PR&RD) 


The PS to Prl.Secy.(PR&RD) 
All Middle Level Officers in the Dept. 


File. 
//FORWARDED::BY ORDER/ / 
SECTION OFFICER 
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